Brief comment text:

Please do NOT reconfigure the 902-928 MHz band. As a licensed ham (KA0ZIL) I know our precious bands are never to be regained once lost. Having this band open for LORA, and Meshtastic type use for emergency communications can be a life saver should other systems go down. We don't need to duplicate GPS, Glonast does that. This is just a capitalist grab for precious spectrum that is unnecessary for public safety and service like it's used by HAMs and LORA service builders. Please, deny their request.
Thank you for your considerations.
Steve Jacobson
KA0ZIL
